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PAGE 01 IAEA V 02488 241002Z 

15 

ACTION OES-05 

INFO OCT-01 10-10 ISO-OO FEA-01 ACDA-10 CIAE-00 INR-07 

L-02 NSAE-00 NSC-05 EB-07 NRC-07 /055 W 

071182 

R 240839Z MAR 75 
FM USMISSION IAEA VIENNA 
TO SECSTATE WASHDC 5634 
INFO AEC GERMANTOWN 

UNCLAS IAEA VIENNA 2488 

E.O. 11652: N/A 
TAGS: OSCI IAEA 

SUBJECT: US EQUIPMENT GRANTS TO IAEA FOR 1972-LIR/0/02 

1. MISSION HAS RECEIVED ADVICE FROM AGENCY, CONCERNING 
EQUIPMENT SUPPLIED UNDER SUBJECT GRANT FOR A RADIOISOTOPE 
LABORATORY, THAT IN THE LAST CONSIGNMENT RECEIVED (UNDER 
CONTRACT NO. CH-74-1012) THE FOLLOWING ITEMS WERE MISSING: 

A. WARNING KIT, BAIRD ATOMIC NO. 91 09 00 (ITEM 57); 

B. 1 PB-210 BETA REFERENCE SOURCE, CALIBRATED BA NO. 

08 01 45 Q (INSTEAD RECEIVED 1 BI-210 REFERENCE SOURCE, 

BA NO. 08 01 45 (ITEM 38); 

C. 1 LONG LIVED LIQUID SOURCE, PM- 147, BA NO. 08 03 13 
(TWO ORDERED, ONE RECEIVED) (ITEM 54); 

D. INSTRUCTION MANUALS FOR BA NO. 1 95 51 52 FOR 
SCALER-RATEMETER (ITEM 5), AND BA NO. 98 02 40 FOR PULSE 
HEIGHT ANALYZER (ITEM 22). 

2. AGENCY WOULD APPRECIATE US SUPPLYING MISSING ITEMS 
ASAP, ADDRESSED TO: RESIDENT REPRESENTATIVE. UNDP, 

P.O. BOX 1011, FREETOWN, SIERRA LEONE. IF NOT POSSIBLE 
TO MAIL TO THIS ADDRESS, EQUIPMENT SHOULD BE SENT TO 
IAEA VIENNA FOR FORWARDING. 

3. ADVISE. PORTER 
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Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 24 MAR 1975 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975IAEAV02488 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D750101-1039 
From: IAEA VIENNA 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t19750323/aaaaaudz.tel 

Line Count: 51 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION OES 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: hartledg 
Review Comment: n/a 
Review Content Flags: 

Review Date: 18 JUN 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <18 JUN 2003 by SilvaL0>; APPROVED <01 MAR 2004 by hartledg> 
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Review Withdrawn Fields: n/a 
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